TUV dc pv solar cable 4mm/6mm 


KUKA CABLE solar cable manufacturer focused on quality : KUKA CABLE Co., 
Ltd. is a solar cable manufacturer in Shanghai, China, with rich experience in TUV dc 
pv solar cable 4mm/6mm and MC4 solar connector manufacturing and foreign trade. 
(1) Certification of TUV solar cables 4mm/6mm KUKA CABLE solar cable 
manufacturer has passed the ISO9001 quality management system, adopts 
international standard product mark certification, including German certification TUV 
(TUV solar cable 4mm/6mm), EU certification CE, American UL certification, etc., 
and is widely sold in 100 countries around the world and is recognized. (3) Company 
equipment KUKA CABLE solar cable manufacturer has an independent workshop 
with a high degree of automation, and has advanced production equipment at home 
and abroad, such as wire drawing machines, stranding machines, extruders, and cable 
forming machines, which can complete a complete set of processes for manufacturing 
single core solar cables. (4) Production capacity of TUV solar cables 4mm/6mm With 
a complete range of MC4 solar extension cables, a number of production lines have 
been set up for various products, with a 24-hour uninterrupted production capacity to 
meet the needs of users from all walks of life. (5)TUV solar cables 4mm/6mm 
inspection system Established a complete production process monitoring and control 
system, and implemented comprehensive and systematic quality tracking and 
appraisal of TUV solar cables 4mm/6mm with comprehensive quality management 
methods to ensure the high quality of the products shipped. 


